
3 mg."tar." 0.3 mg. nicotine av. per cigarette, FTC Report Jan. 1980. 


Warning-. The Surgeon General Has Determined 
That Cigarette Smoking Is Dangerous to Your Health. 


Source: https://www.industrydocuments.ucsf.edu/docs/qjkkOOOO 








